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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 165545 
ORIGIN EB-07 

INFO OCT-01 EUR- 1 2 ISO-OO CAB-05 CIAE-00 COME-OO 
DODE-OO DOTE-OO INR-07 NSAE-00 EPG-02 FAA-00 L-03 
INRE-00 /037 R 


UNCLASSIFIED 


DRAFTED BY EB/AN:JBMAGNOR:BA 
APPROVED BY EB/OA:MHSTYLES 
EUR/NE:DGOODMAN 
CAB:MPETT 

076194 152054Z/64 

O 152007Z JUL 77 

FM SECSTATE WASHDC 

TO AMEMBASSY LONDON IMMEDIATE 

UNCLAS STATE 165545 

E.O. 11652: N/A 

TAGS: EAIR, UK 

SUBJECT: CIV AIR: FILING OF AIRLINE SCHEDULES 
REF: STATE 153617 

1 . TWA AND PAA ARE AMENDING THEIR WINTER SCHEDULES AS 
FOLLOWS. NAL’S SCHEDULES REMAIN UNCHANGED. 

A. TWA NOW PROPOSES OPERATING SIX B-747 WEEKLY BETWEEN 
BOSTON AND LONDON INSTEAD OF FIVE (WITH PHILADELPHIA BEING 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 165545 

SERVED BEHIND BOSTON). 

B. PAA NOW PROPOSES WINTER SERVICES AS FOLLOWS: 

(1) FIVE WEEKLY ROUNDTRIP FREQUENCIES (B-747) NY-LONDON- 
BRUSSELS; 

(2) TWO WEEKLY ROUNDTRIP FREQUENCIES (B-747) NY-LONDON- 
AMSTERDAM; 
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(3) FIVE WEEKLY ROUNDTRIP FREQUENCIES (B-747) NY-LONDON- 
FRANKFURT-TEHRAN-DELHI-HONG KONG-TOKYO-HONOLULU/LOS 
ANGELES; 

(4) TWO WEEKLY ROUNDTRIP FREQUENCIES (B-747) NY-LONDON- 
FRANKFURT-TEHRAN-KARACHI-HONG KONG-TOKYO-HONOLULU/LOS 
ANGELES; 

(5) TWO WEEKLY ROUNDTRIP FREQUENCIES (B-747) SAN 
FRANCISCO-LONDON (B-727)-BERGEN/OSLO (BERGEN SERVED 
EASTBOUND ONLY); 

(6) FIVE WEEKLY ROUNDTRIP FREQUENCIES (B-747) SAN 
FRANCISCO/SEATTLE-LONDON (B-727)-BERGEN/OSLO (BERGEN 
SERVED EASTBOUND ONLY); 

(7) FIVE WEEKLY ROUNDTRIP FREQUENCIES (B-707) PORTLAND/ 
SEATTLE (B-747)-LONDON (B-727)-BERGEN/OSLO (DUPLICATES 
ITEM 6 BETWEEN SEATTLE AND OSLO); 

(8) THREE WEEKLY ROUNDTRIP FREQUENCIES (B-747) LOS 
ANGELES-LONDON-PARIS (EFFECTIVE MARCH 4, 1978); 

UNCLASSIFIED 

UNCLASSIFIED 
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(9) SEVEN WEEKLY ROUNDTRIP FREQUENCIES (B-747) DETROIT/ 
BOSTON-LONDON (B-727)-STOCKHOLM; 

(10) SEVEN WEEKLY ROUNDTRIP FREQUENCIES (B-747) 
WASHINGTON-LONDON (B-727 )-HAMBURG-BERLIN. 

2. ACCORDINGLY, EMBASSY SHOULD SEND LETTER SOONEST 
TO UK DOT REFERENCING ITS EARLIER LETTER NOTING ABOVE 
CHANGES. 

VANCE 


UNCLASSIFIED 


NNN 
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